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CONEIDENTIAL LENINGRAD 0234 

E.O. 11652: XGDS 2 
TAGS: ABLD, ACOM, ASEC 

SUBJECT: LENINGRAD OEFICE BUILDING EMERGENCY POWER. 

BONN EOR RCO: ERANKEURT FOR RTC, RSS, RTO: LONDON FOR ATO 
REFERENCE: STATE 045747 

1. REETEL INDICATES DEPARTMENT MISUNDERSTANDING OE 
POWER ROOM SWITCHING WHICH CREATES BASIS OE CONCERN. 

2. WHEN OUTAGE OCCURS SWITCHING EROM LOCAL POWER 
TO EMERGENCY POWER IS MANUAL. EACH CIRCUIT IS IN- 
DIVIDUALLY SWITCHED WITH A TOTAL ABOUT NINE SWITCHES. 

3. IT IS BELIEVED THAT BUILDING GENERATOR WILL NOT 
HANDLE ALL EMERGENCY CIRCUITS INCLUDING EOURTH 
ELOOR AND ELEVATOR, BECAUSE NO INFO ON ELEVATOR 
AVAILABLE. 

4. WE ENVISION NO PROBLEM WITH EMERGENCY GENERATOR 
HOOKUP AS DRAWINGS ARE CLEAR. 

5. INTER CONNECTION OE BUILDING GENERATOR IS STILL 

NOT CLEAR AND CANNOT BE ACCOMPLISHED AS ENVISIONED IN REETEL 
WITH PRESENT CONDITION OF POWER ROOM. 
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